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. SINGLE PHOTON EMISSION COMPUTED TOMOGRAPHY 
and Other Selected Computer Topics 
Ronald R. Price, David L. Gilday, and Barbara Y. Croft, Eds. 
This volume, which was published in 1980, includes an overview of single photon emission computed tomography 
and numerous papers that describe and evaluate specific systems and techniques. Paperscover such topics as Anger 


cameras; seven-pinhole and slant-hole collimators; brain, cardiac, and gated blood-pool studies; and the BICLET 
and SPECT systems. (SNM members: $18.00; list price $27.00; + $2.50 postage and handling.) 


NUCLEAR MEDICINE REVIEW SYLLABUS 
Peter T. Kirchner, Ed. 
This well-indexed volume is a comprehensive review of the major scientific and clinical advances that have occurred 
in nuclear medicine since the early 1970s. The chapters include Radiopharmacology, Instrumentation, Radiation 
Effects and Radiation Protection, Cardiovascular, Central Nervous System, Endocrinology, Gastroenterology, 
Genito-Urinary System, Hematology-Oncology, Pulmonary, Radioassay, and the Skeletal System. ($30.00 + $2.50 
postage and handling.) 


RADIOPHARMACEUTICALS II: 
Proceedings of the 2nd International Symposium on Radiopharmaceuticals 
Vincent J. Sodd, David R. Allen, Dennis R. Hoogland, and Rodney D. Ice, Eds. 

This 809-page volume is a complete compilation of papers from the 1979 International Symposium, including a-key- 
note address by former AEC Chairperson Dixy Lee Ray and a panel discussion entitled “International Regulatory 
Affairs Relating to Radiopharmaceuticals.” Chapters cover such topics as quality control, organic and inorganic 
radiopharmaceuticals, functional imaging, RIA, pharmacokinetics, and various body systems. ($40.00 + $2.50 post- 
age and handling.Special Offer! Buy Radiopharmaceuticals II for $40.00 and get Radiopharmaceuticals I for only 
$10.00 + $2.50 postage and handling!) 


$7.50 additional for all foreign orders. 


Other books available from the Society are: 

Functional Mapping of Organ Systems and Other Computer Topics ($19.00 members; $28.00 non-members); The 
Heritage of Nuclear Medicine ($14.50); Nuclear Cardiology: Selected Computer Aspects ($12.50); Nuclear Med- 
icine in Clinical Pediatrics ($22.50); Semiconductor Detectors in the Future of Nuclear Medicine ($7.50); Tomo- 
graphic Imaging in Nuclear Medicine ($12.00); Nuclear Medicine Science Syllabus ($30.50); For ordering and ad- 
ditional information please contact: Book Order Department, Society of Nuclear Medicine, 475 Park Avenue South, New 
York, NY 10016; Phone: (212)889-0717. 
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